ETag: "1c2348f4547fb7f8a576ec4163f26cbb"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2037
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: LABOKE v. GRAFTON CITY HOSPITAL et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: dcd
x-archive-meta-date-case-filed: 2007-01-09
x-archive-meta-date-case-terminated: 2007-01-12
x-archive-meta-date-last-filing: 2007-03-02
x-archive-meta-docket-num: 1:07-cv-00043
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 123876
x-archive-queue-derive: 0
x-upload-date: 2009-08-02T06:10:24.000Z
